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MEMORANDUM FOR: Deputy Director of Central Intelligence 


SUBJECT : Delinquent Fitness Reports 


1. This memorandum is for your information. 


2, As of 1 September 1963, there are seven Fitness 
Reports which are delinguent four months, of which four 
have been reported by name to the Deputy Director (Plans). 
The remaining three are in the Office of the DCI--Walter Elder, 
25X1 Enno Knoche, andl +2 


3. There are five Fitness Reports as of 1 September 1963 


which are delinquent three months. A name roster of these 


delinquencies has been forwarded to the Deputy Director (Plans)? 
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